222     NONDOCKETED ITEMS

-9003270247 Requests encl proprietary Suppl 2 to WCAP-12218, "Supplementary As-
sessment of Leak-Before-Break for Pressurizer Surge Lines of Vogtle Units 1 & 2," be
withheld (ref 10CFR2.790).Affidavit also encl.

WIESEMANN.R.A. Westinghouse Electric Corp. CAW-90-017. 90/03/15. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 10pp. 53213:012-53213:021.

-9003270255 WCAP-12219 S02 Nonproprietary Suppl 2 to WCAP-12219, "Supplemen-
tary Assessment of Leak-Before-Break for Pressurizer Surge Lines of Vogtle Units 1 &
2."
SWAMY.S.A. Westinghouse Electric Corp. 90/03/31. 60pp. 53213:022-53213:081.

9003270310 Forwards matls from Westinghouse 900227 presentation on pressurizer
surge line thermal stratification.Matls withheld (ref 10CFR2.790).
JOHNSON.WJ. Westinghouse Electric Corp. NS-NRC-90-3494. 90/02/23. SHAO.LC.
Document Control Branch (Document Control Desk). 1p. 53191:272-53191:272.

9003280222 Provides suppi to proposed Tech Spec amend that allowed use of B&W
kinetic sleeving process for steam generator tube repair.

TUCKER.H.B. Duke Power Co. 90/03/19. Document Control Branch (Document Con-
trol Desk). 3pp. 53213:183-53213:186.

9003280335 Forwards nonproprietary WCAP-12266 & proprietary WCAP-12265, "North
Anna Unit 2 Evaluation for Tube Vibration Induced Fatigue." Deferral of potential sen-
tinel plug removal workscope requested.Proprietary rept withheld.
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). IEB-89-001. 90/03/20.
Document Control Branch (Document Control Desk). 11pp. 53208:001-53208:180.

-9003280339 Requests that proprietary WCAP-12265, "North Anna Unit 2 Evaluation
for Tube Vibration Induced Fatigue," be withheld from public disclosure (ref
10CFR2.790).

WIESEMANN.R.A. Westinghouse Electric Corp. CAW-89-067. 89/05/03. MURLEYJ.
Office of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 53208:012-
53208:021.

-9003280345 WCAP-12266 Nonproprietary "North Anna Unit 2 Evaluation for Tube Vi-
bration Induced Fatigue."

HOUTMAN.J.L, CONNORS.HJ., FRICK.T.M. Westinghouse Electric Corp. 89/05/31.
125pp. 53208:022-53208:180.

9003290045 Forwards App 3 to Topical Rept DPC-NE-3001-P, "Safety Analysis Physics
Parameters & Multi-Dimensional Reactor Transients Methodology" consisting of EPRI
documents describing ARROTTA Computer Code.

TUCKER.H.B. Duke Power Co. 90/03/20. Document Control Branch (Document Con-
trol Desk). 14pp. 53220:123-53220:137.

9003290093 Forwards draft proposed NRC info notice re potential failure of GE magne-
blast circuit breakers.Specific comments re technical accuracy of info notice request-
ed by GE.Comments re technical inaccuracies should be provided by 900330.
BERLINGER.C.H. Generic Communications Branch. 90/03/21. STRAMBACH.G. Gen-
eral Electric Co. 5pp. 53407:005-53407:009.

9003290127 Requests approval of capsule withdrawal schedule in Table 3-19 of BAW-
1543,Rev 3, "Master Integrated Reactor Vessel Surveillance Program" to allow plant
Refuel 7 outage plans to continue on schedule.Changes needing NRC approval listed.
BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 3F0390-17. 90/
03/21. Document Control Branch (Document Control Desk). 2pp. 53220:105-
53220:106.

9003290184 Forwards documentation QC checklistper request
LIEBERMANJ. Ofc of Enforcement (Post 870413). 90/03/16. ENGLISHBEE.H. NUS
Corp. 8pp. 53214:186-53214:193.

9003290239 Forwards BQ 89-50-A, "QA Program for Nuclear Fuel & Core
Components,Topical Rept."

VAN SANTEN.A. ASEA Brown Boveri, Inc. 90/03/21. Document Control Branch (Doc-
umentControl Desk). 1p. 53217:125-53217:152.

-9003290241 "QA Program for Nuclear Fuel & Core Components Topical Rept."
VAN SANTEN.A. ASEA Brown Boveri, Inc. 89/12/21. 57pp. 53217:126-53217:152.

9003300023 Notification of 900322 meeting w/BWR Owners Group in Rockville.MD to
discuss outstanding issues re review of topical rept NEDO-31400, "Safety Evaluation
for Eliminating BWR Main Steam Line Isolation Valve Closure Function...."
WIGGINTON.J.E. Risk Application Branch. 90/03/16. CUNNINGHAM.LJ. Risk Appli-
cation Branch. 2pp. 53224:302-53224:303.

9003300122 Notifies of 900328 meeting in Rockville.MD to discuss recipient Topical
Rept TP-09-P,Rev 0, "Enviroglass High Integrity Containers." Meeting notice encl.
SHEWMAKER.R.E. Technical Branch. 90/03/13. WILLIAMS.R.L Pacific Nuclear Sys-
tems, Inc. 3pp. 53232:269-53232:271.

9004020034 Forwards proprietary "Radial Peaking Factor Limit Rept." Rept withheld.
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. NLR-N90047.
90/03/21. Document Control Branch (Document Control Desk). 2pp. 53238:022-
53238:023.

9004020046 Summary of 900314 meeting w/BNL in Rockville.MD re spent fuel re-
search.

ROBERTS.J.P. Fuel Cycle Safety Branch. 90/03/15. HAUGNEY.C.J. Fuel Cycle
Safety Branch. 1 p. 53247:317-53248:124.

-9004020055 Expresses appreciation for telcon re Castor V/21 SER sent to NRC &
meeting to be held after rept studied by advisors.NRC position on irradiated Zircaioy
performance while in dry storage needs to be strengthened.

PESCATORE.C. Brookhaven National Laboratory. 90/02/15. ROBERTS,J.P. NRC-
No Detailed Affiliation Given. 2pp. 53247:318-53247:319.

-9004020058 Forwards draft Rev 1 to WMEM-ZRC, "Zircaioy Cladding Performance
Under Spent Fuel Disposal Conditions." Rndings support NRC position re relative im-
portance of creep rupture vs delayed hydride cracking.

PESCATOREC. Brookhaven National Laboratory. 90/02/07. ROBERTS.J.P. NRC -
No Detailed Affiliation Given. 2pp. 53247:320-53247:321.

-9004020082 WMEM-ZRC DRFT R01 Draft Rev 1 to "Zircaioy Cladding Performance
Under Spent Fuel Disposal Conditions." progress rept for May-Oct 1989.
PESCATORE.C., COWGILLMG., SULLIVAN.T.M. Brookhaven National Laboratory.
89/11/30. 163pp. 53247:322-53248:124.

9004020086 Advises that special repts re TDI diesel engines reliability issues no longer
required,per891121 Itr.

TATUM.J.E. Project Directorate V. TAG 65087. 90/03/23. RAY.H.B. Southern Califor-
nia Edison Co. 3pp. 53246:358-53246:360.

9004030007 Grants 900216 request for extention of response deadline specified in Ge-
neric Ltr 89-19. "Request for Action re Resolution of USI A-47 'Safety Implication of
Control Sys in LWR Nuclear Power Plants' per 10CFR50.54(f)."
PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-89-19. 90/03/20,
FLOYD.S.D. BWR Owners Group. 1p. 53265:205-53265:205.

9004030108 Forwards NEDO-21326D4, "Consolidated SAR for Morris Operation."
INGELS.T.E. General Electric Co. 90/03/27. SCHNEIDER.J.F. Office of Nuclear Mate-
rial Safety & Safeguards.Director. 4pp. 53266:112-53266:212.

-9004030112 NEDO-21326D4 "Consolidated SAR for Morris Operation."

*  General Electric Co. 90/03/31. 97pp. 53266:116-53266:212.

9004030174 Forwards proprietary Rev 1 to HAFA 135(P). "Instrumented Insp Technigue

-  Leak Testing as Alternative to Hydrostatic Testing Requirements for ASME Class 1,2
& 3 Sys & Components."

HESS.F.H. H.A.F.A. International. Inc. HII-90-4199. 90/03/23. Document Control
Branch (Document Control Desk). 2pp. 53239:236-53239:241.

-9004030175 Grants NRC permission to copy Rev 1 to HAFA 135(P). "Instrumented
Insp Technique - Leak Testing as Alternative to Hydrostatic Testing Requirements for
ASME Class 1,2 & 3 Sys & Components."

HESS.F.H. H.A.F.A. International. Inc. HII-90-4222. 90/03/28. Document Control
Branch (Document Control Desk). 4pp. 53239:238-53239:241.

9004040019 Provides plan of action for Topical Rept HIC-55,per 900313 Itr.B&W &
Avancer Technologies reached agreement for Avancer to take ownership & responsi-
bility for rept & to complete licensing process.

HOWARD.R.L Babcock & Wilcox Co. 90/03/30. TOKAR.M. Division of Low-Level
Waste Management & Decommissioning (Post 870413). 1p. 53281:049-53281:049.

9004040022 Requests B&W EcoSafe HIC-55,Topical Rept BAW-2037 be transferred in
name to Avancer Technologies,lnc,effective 90041 S.Rept under review w/NRC.
WATTERSON.R.S.   Avancer  Technologies,   Inc.   90/03/28.  TOKAR.M.  Technical
Branch. 1p. 53280:230-53280:230.

9004060022 Responds to request for addl info re 891128 & 0602 responses to Generic
Ltr 88-11,consisting of fabrication test data & chemical compositions & results of
broken Charpy specimens for Dresden Unit 3.

STOLS.R. Commonwealth Edison Co. GL-88-11. 90/03/23. MURLEY.T.E. Office of
Nuclear Reactor Regulation, Director (Post 870411). 28pp. 53348:014-53349:093.

-9004060027 NEDO-10115 "Mechanical Property Surveillance of GE BWR Vessels."
HIGGINS.J.P.,   BRANDT.FA.   General   Electric  Co.   69/07/31.  32pp.  53348:042-
53348:073.

-9004080037 BCL-585-3 "Dresden Nuclear Plant Reactor Pressure Vessel Surveillance
Program:Unit 2 Neutron Dosimeter Monitor.Unit 2 Capsule Basket Assembly & Units 2
& 3 Capsule Basket Assembly 12," final rept.

PERRIN.J.S. Battelle Memorial Institute, Columbus Laboratories. 77/09/15. 129pp.
53348:074-53348:202.

-9004060042 BCL-585-10 "Dresden Nuclear Plant Reactor Pressure Vessel Surveil-
lance ProgramiUnit 2 Capsule Basket Assembly 5," final rept.
FROMM.E.O. Battelle Memorial Institute, Columbus Laboratories. 79/05/08. 83pp.
53348:203-53348:284.

-9004060050 WCAP-10030 "Analysis of Fourth Capsule from Comm Ed Dresden Unit 3
Nuclear Plant Reactor Vessel Radiation Surveillance Program," prepared for EPRI.
MAGER.T.R. Westinghouse Electric Corp. 82/01/31. 61pp. 53348:285-53348:345.

-9004060052 "Dresden Nuclear Plant Unit 3 Reactor Pressure Vessel Surveillance
Program:Capsule Basket l3,Capsule Basket 14 & Neutron Dosimeter Monitor," final
rept.

PERRIN.J.S., FARMELO.D.R., DENNING.R.S. Battelle Memorial Institute, Columbus
Laboratories. 75/03/01.108pp. 53348:346-53349:093.

9004060302 Forwards request for addl info re BAW-10173 concerning Mark-BW reload
safety analysis for plants.

HOOD,D.S. Project Directorate II-3. TAG 73770. 90/03/20. TUCKER.H.B. Duke Power
Co. 10pp. 53340:187-53340:196.

9004060358 Forwards article based on presentation at ASNT conference.in response to
request during 900326 telcon for historical info on instrumented insp technique-leak

DOMECK.C. H.A.F.A. International, Inc. HII-90-4223. 90/03/29. HERMANN.R.A. Divi-
sion of Engineering Technology (Post 890827). 4pp. 53341:356-53341:359.

9004060462 Forwards memo of 900313 telcon to provide addl info re cause of core
spray motor failure at plant & recommendation to inspect other currently installed core
spray motor. Part 21 related.

STRAMBACK.G.B. General Electric Co. PT21 90-034-000. 90/03/15.
BERLINGER.C.H. Generic Communications Branch. 3pp. 53341:235-53341:237.

9004080470 Informs that DC Shelton replaced TG Campbell as Chairman of B&W
Owners Group Regulatory Response Group (RRG).Shelton can be contacted at ad-
dress listed should need arise to activate RRG.

O'CONNOR.W.T. Babcock & Wilcox Operating Plants Owners Group. OG-667. 90/03/
27. MURLEY.T.E. NRC - No Detailed Affiliation Given. 2pp. 53341:354-53341:355.

9004080473 Forwards memo of 900313 telcon re potential failure of GE CR305X100
auxiliary contact adder blocks to allow NRC opportunity to communicate to PWR
plantsPart 21 related

STRAMBACK.G.B. General Electric Co. PT21 90-035-000. 90/03/15.
BERLINGER.C.H. Generic Communications Branch. 3pp. 53341:351-53341:353.

9004090098 Forwards "SP/90 Position on Severe Accident Policy Issues" presented by
NRC during 900209 ACRS full committee meeting.

JOHNSON.WJ. Westinghouse Electric Corp. NS-NRC-90-3500. 90/03/20.
MILLER.C.L Standardization & Non-Power Reactor Project Directorate (870411-
890729). 2pp. 53356:120-53356:145..J.E. Office of the General
